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TECHNICAL MANUAL

HAND RECEIPT COVERING CONTENTS OF COMPONENTS OF END ITEM (COEI) AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR RADIO SETS:




	AN/PRC-119A (NSN 5820-01-267-9482) (EIC: L2Q)



	AN/PRC-119D (NSN 5820-01-421-0801) (EIC: GC9)



	AN/PRC-119F (NSN 5820-01-451-8252) (EIC: GA4)



	AN/VRC-87A (NSN 5820-01-267-9480) (EIC: L22)



	AN/VRC-87C (NSN 5820-01-304-2045) (EIC: GDC)



	AN/VRC-87D (NSN 5820-01-351-5259) (EIC: GAR)



	AN/VRC-87F (NSN 5820-01-451-8248) (EIC: GA5)



	AN/VRC-88A (NSN 5820-01-267-9481) (EIC: L23)



	AN/VRC-88D (NSN 5820-01-352-1694) (EIC: GAS)



	AN/VRC-88F (NSN 5820-01-452-8435) (EIC: GA3)



	AN/VRC-89A (NSN 5820-01-267-9479) (EIC: L24)



	AN/VRC-89D (NSN 5820-01-420-6619) (EIC: GD8)



	AN/VRC-89F (NSN 5820-01-451-8247) (EIC: GAY)



	AN/VRC-90A (NSN 5820-01-268-5105) (EIC: L25)



	AN/VRC-90D (NSN 5820-01-420-6618) (EIC: GD9)



	AN/VRC-90F (NSN 5820-01-451-8246) (EIC: GA2)



	AN/VRC-91A (NSN 5820-01-267-9478) (EIC: L26)



	AN/VRC-91D (NSN 5820-01-420-6621) (EIC: GDG)



	AN/VRC-91F (NSN 5820-01-451-8249) (EIC: GA8)



	AN/VRC-92A (NSN 5820-01-267-9477) (EIC: L27)



	AN/VRC-92D (NSN 5820-01-421-2605) (EIC: GDH)



	AN/VRC-92F (NSN 5820-01-451-8250) (EIC: GM2)





APPROVED FOR PUBLIC RELEASE; DISTRIBUTION IS UNLIMITED

Technical Manual HEADQUARTERS, Department of the Army No. 11-5820-890-10-HR Washington, D.C., 1 August 2004

HAND RECEIPT COVERING CONTENTS OF COMPONENTS OF END ITEM (COEI) AND ADDITIONAL AUTHORIZATION LIST (AAL) FOR RADIO SETS:

AN/PRC-119A (NSN 5820-01-267-9482) (EIC: L2Q) AN/PRC-119D (NSN 5820-01-421-0801) (EIC: GC9) AN/PRC-119F (NSN 5820-01-451-8252) (EIC: GA4) AN/VRC-87A (NSN 5820-01-267-9480) (EIC: L22) AN/VRC-87C (NSN 5820-01-304-2045) (EIC: GDC) AN/VRC-87D (NSN 5820-01-351-5259) (EIC: GAR) AN/VRC-87F (NSN 5820-01-451-8248) (EIC: GA5) AN/VRC-88A (NSN 5820-01-267-9481) (EIC: L23) AN/VRC-88D (NSN 5820-01-352-1694) (EIC: GAS) AN/VRC-88F (NSN 5820-01-452-8435) (EIC: GA3) AN/VRC-89A (NSN 5820-01-267-9479) (EIC: L24) AN/VRC-89D (NSN 5820-01-420-6619) (EIC: GD8) AN/VRC-89F (NSN 5820-01-451-8247) (EIC: GAY) AN/VRC-90A (NSN 5820-01-268-5105) (EIC: L25) AN/VRC-90D (NSN 5820-01-420-6618) (EIC: GD9) AN/VRC-90F (NSN 5820-01-451-8246) (EIC: GA2) AN/VRC-91A (NSN 5820-01-267-9478) (EIC: L26) AN/VRC-91D (NSN 5820-01-420-6621) (EIC: GDG) AN/VRC-91F (NSN 5820-01-451-8249) (EIC: GA8) AN/VRC-92A (NSN 5820-01-267-9477) (EIC: L27) AN/VRC-92D (NSN 5820-01-421-2605) (EIC: GDH) AN/VRC-92F (NSN 5820-01-451-8250) (EIC: GM2)



REPORTING ERRORS AND RECOMMENDING IMPROVEMENTS

You can help improve this manual. If you find any mistakes, or if you know of a way to improve the procedures, please let us know. We'd prefer that you submit your recommended changes electronically, either by e-mail (AMSEL-LC-LEO-PUBS-CHG@mail1.monmouth.army.mil) or online (http://edm.monmouth.army.mil/pubs/2028.html). Alternatively, you may mail or fax your letter, DA Form 2028 (Recommended Changes to Publications and Blank Forms) or DA Form 2028-2 located in back of this manual to: Commander, US Army Communications-Electronics Command and Fort Monmouth, ATTN: AMSEL-LC-LEO-E-ED, Fort Monmouth, NJ 07703-5006. The fax number is 732-532-3421, DSN 992-3421.

In any case, we will send you a reply.

i

* This manual supersedes TM 11-5820-890-10-HR, dated 1 September 1992.

Reverse of DA Form 2062 PAGE 7 OF 7 PAGES
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SOMETHING WRONG



WITH THIS PUBLICATION

THEN ... JOT DOWN THE INFO ABOUT IT ON THIS FORM. CAREFULLY TEAR IT OUT. FOLD IT AND DROP IT IN THE MAIL.

FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS) Commander


Stateside Army Depot ATTN: AMSTA-US Stateside, N.J. 07703-5007



DATE SENT

TEAR ALONG DOTTED LINE

PUBLICATION NUMBER PUBLICATION DATE PUBLICATION TITLE

TM 11-5840-340-20 23 Jan 74 Radar Set AN/PRC-76












	
	BE EXACT PIN-POINT WHERE IT IS
	
	
	IN THIS SPACE TELL WHAT IS WRONG

AND WHAT SHOULD BE DONE ABOUT IT:
	



	PAGE

NO
	PARA

GRAPH
	FIGURE

NO
	TABLE

NO
	
	



	2-25
	2-28
	
	
	Recommend that the installation antenna alignment

procedure be changed throughout to specify a 20 IFF

antenna lag rather than 10.
	



	
	
	
	
	degradation of operation.
	REASON: Experience has shown that with only a 10 lag,

the antenna servo system is too sensitive to wind gusting in

excess of 25 knots, and has a tendency to rapidly accelerate

and decelerate as it hunts, causing strain to the drive train.

Hunting is minimized by adjusting the lag to 20 without



	3-10
	3-3
	
	3-1
	the TRANS POWER FAULT indicator.
	Item 5, Functional column. Change •2 dB" to •3 dB".

REASON: The adjustment procedure for the TRANS POWER

FAULT indicator calls for a 3 dB (500 watts) adjustment to light



	5-6
	5-8
	
	
	step e.1, above."

REASON: To replace the cover plate.
	Add new step f.1 to read, •Replace cover plate removed in



	
	
	FO-3
	
	+24 VDC is the input voltage.
	Zone C 3. On J1-2, change •+24 VDC" to •+5 VDC".

REASON: This is the output line of the 5 VDC power supply.





PRINTED NAME, GRADE OR TITLE AND TELEPHONE NUMBER SIGN HERE

SSG I. M. DeSpiritof 999-1776

FILL IN YOUR UNIT'S ADDRESS

FOLD BACK

DEPARTMENT OF THE ARMY

OFFICIAL BUSINESS

[image: Figure, page 93]

PLEASE AFFIX STAMP POSTAGE REQUIRED

Commander U.S. Army Communications-Electronics Command and Fort Monmouth ATTN: AMSEL-LC-LEO-D-CS-CFO Fort Monmouth, New Jersey 07703-5006
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	FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS)




















	
	
	MAIL.
	
	
	DATE SENT
	
	



	
	PUBLICATION NUMBER
	
	PUBLICATION DATE
	
	PUBLICATION TITLE
	
	
	




	
	
	
	IN THIS SPACE TELL WHAT IS WRONG

AND WHAT SHOULD BE DONE ABOUT IT:



	BE EXACT PIN-POINT WHERE IT IS

PAGE

PARA

FIGURE

TABLE

NO

GRAPH

NO

NO

PRINTED NAME, GRADE OR TITLE AND TELEPHONE NUMBER
	
	
	
	
	
	
	
	



	
	
	
	
	SIGN HERE
	
	
	
	





FILL IN YOUR UNIT'S ADDRESS

FOLD BACK

DEPARTMENT OF THE ARMY

OFFICIAL BUSINESS

PLEASE AFFIX STAMP POSTAGE REQUIRED

Commander U.S. Army Communications-Electronics Command and Fort Monmouth ATTN: AMSEL-LC-LEO-D-CS-CFO Fort Monmouth, New Jersey 07703-5006
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	FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS)




















	
	
	MAIL.
	
	
	DATE SENT
	
	



	
	PUBLICATION NUMBER
	
	PUBLICATION DATE
	
	PUBLICATION TITLE
	
	
	




	
	
	
	IN THIS SPACE TELL WHAT IS WRONG

AND WHAT SHOULD BE DONE ABOUT IT:



	BE EXACT PIN-POINT WHERE IT IS

PAGE

PARA

FIGURE

TABLE

NO

GRAPH

NO

NO

PRINTED NAME, GRADE OR TITLE AND TELEPHONE NUMBER
	
	
	
	
	
	
	
	



	
	
	
	
	SIGN HERE
	
	
	
	





FILL IN YOUR UNIT'S ADDRESS

FOLD BACK

DEPARTMENT OF THE ARMY

OFFICIAL BUSINESS

PLEASE AFFIX STAMP POSTAGE REQUIRED

Commander U.S. Army Communications-Electronics Command and Fort Monmouth ATTN: AMSEL-LC-LEO-D-CS-CFO Fort Monmouth, New Jersey 07703-5006



RECOMMENDED CHANGES TO EQUIPMENT TECHNICAL PUBLICATIONS
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SOMETHING WRONG WITH THIS PUBLICATION




	FROM: (PRINT YOUR UNIT'S COMPLETE ADDRESS)




















	
	
	MAIL.
	
	
	DATE SENT
	
	



	
	PUBLICATION NUMBER
	
	PUBLICATION DATE
	
	PUBLICATION TITLE
	
	
	




	
	
	
	IN THIS SPACE TELL WHAT IS WRONG

AND WHAT SHOULD BE DONE ABOUT IT:



	BE EXACT PIN-POINT WHERE IT IS

PAGE

PARA

FIGURE

TABLE

NO

GRAPH

NO

NO

PRINTED NAME, GRADE OR TITLE AND TELEPHONE NUMBER
	
	
	
	
	
	
	
	



	
	
	
	
	SIGN HERE
	
	
	
	





FILL IN YOUR UNIT'S ADDRESS

FOLD BACK

DEPARTMENT OF THE ARMY

OFFICIAL BUSINESS

PLEASE AFFIX STAMP POSTAGE REQUIRED

Commander U.S. Army Communications-Electronics Command and Fort Monmouth ATTN: AMSEL-LC-LEO-D-CS-CFO Fort Monmouth, New Jersey 07703-5006

By Order of the Secretary of the Army:

PETER J. SCHOOMAKER General, United States Army Official: Chief of Staff

0421101



DISTRIBUTION:

To be distributed in accordance with the initial distribution number (IDN) 510756 requirements for TM 11-5820-890-10-HR.

PIN: 064243-000


This fine document...

Was brought to you by me:
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Liberated Manuals -- free army and government manuals

Why do I do it? I am tired of sleazy CD-ROM sellers, who take publicly available information, slap "watermarks" and other junk on it, and sell it. Those masters of search engine manipulation make sure that their sites that sell free information, come up first in search engines. They did not create it... They did not even scan it... Why should they get your money? Why are not letting you give those free manuals to your friends?

I am setting this document FREE. This document was made by the US Government and is NOT protected by Copyright. Feel free to share, republish, sell and so on.

I am not asking you for donations, fees or handouts. If you can, please provide a link to liberatedmanuals.com, so that free manuals come up first in search engines:

<A HREF =http://www.liberatedmanuals.com/> Free Military and Government Manuals</A>


	Sincerely Igor Chudov http://igor.chudov.com/

	Chicago Machinery Movers
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HEADQUARTERS, DEPARTMENT OF THE ARMY
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